UtilityWorks Restore Program 


A reduced size version of UtilityWorks containing the UtilityWorks Restore 
program (called UWGS. Restore) has been created and included on the 
UtilityWorks distribution disk. UWGS. Restore will easily fit on a single 800K 
System 6 Boot Disk, and includes all of the UtilityWorks Restore capabilities, but 
none of the other powerful UtilityWorks capabilities. It is designed to restore you 
hard disk boot partition from an 800K drive using previously generated 
UtilityWorks Backup disks. An installation script has been included to create the 
UWGS. Restore boot disk using the System 6 Installer and System Disk 6.0 disk 
set. 

UtilityWorks Restore version 2.1 is compatible with UtilityWorks version 
2.1 . The two program versions have essentially identical Restore routines. 


